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Message Text 

UNCLASSIFIED 

PAGE 01 A LEX AN 00122 091447Z 

ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 OES-06 /025 W 

091549Z 110439/41 

R091141ZFEB 77 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 061 1 
AMEMBASSY CAIRO 

UNCLAS ALEXANDRIA 0122 

E.O. 11652: NA 
TAGS: BEXP, EG 

SUBJECT: INSTALLATION OF A FERTILIZER PLANT IN ALEXANDRIA 

1 . THE CONSULATE GENERAL HAS BEEN INFORMED BY THE ENGINEERING 
DEPARTMENT OF THE GOVERNORATE OF ALEXANDRIA THAT FOREIGN FIRMS 
ARE INVITED TO SUBMIT OFFERS FOR THE INSTALLATION OF A FERTILIZER 
PLANT JUST OUTSIDE THE CITY LIMITS FOR MANUFACTURING ORGANIC 
FERTILIZER UTILIZING THE CITY'S GARBAGE WHICH AVERAGES 5000 METRIC 
TONS A DAY. 

2. THE GOVERNORATE IS PREPARED TO OFFER MANY FACILITIES FOR THE 
INVESTORS INDLUDING DUTY FREE MACHINERY, EXEMPTION FROM ALL TAXATION 
FOR A PERIOD OF EIGHT YEARS, RIGHT TO REPATRIATE CAPITAL AND PROFITS 
INCLUDING AN OFFER OF FREE LAND FOR THE PLANT'S PREMISES. 

OFFERS ARE REQUESTED TO BE RECEIVED BY THE GOVERNORATE OF 
ALEXANDRIA BEFORE 3/8/1977. 
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